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Message Text 


TAGS: BENC, UY 

SUBJECT: MAJOR PROJECT: UTE PLANS FOR ELECTRICAL 
TRANSMISSION AND DISTRIBUTION LINES FROM SALTO GRANDE 


1 . MAJOR EXPORT PROJECTS DIVISION USDOC RECEIVED AN 
INQUIRY FROM UTECH CONSTRUCTION, BOSTON CONCERNING SUBJECT 
PROJECT. UTECH WOULD LIKE TO KNOW (A) WHAT VOLTAGE WILL BE 
USED, (B) WILL THIS BE A TURNKEY CONTRACT FOR SUPPLY AND 
INSTALLATION OF MATERIALS, (C) DOES THE PHRASE QUOTE 
LAYING OF UNQUOTE TRANSMISSION LINES MEAN THAT THESE WILL 

BE UNDERGROUND? AND, IF SO, IS IT A PIPE-TYPE CABLE SYSTEM 
OR A SELF-CONTAINED LOW PRESSURE OIL-FILLED CABLE SYSTEM? 
EMBASSY ASSISTANCE IN RESPONDING TO THESE QUESTIONS MUCH 
APPRECIATED. VANCE 


UNCLASSIFIED 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 mar 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE075856 

Document Source: CORE 

Document Unique ID: 00 

Drafter: OED/MEPD/JPHILBRICK/LW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 29-1 009 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780328/aaaaaxaj.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 4fc7adbd-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3210621 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: UTE PLANS FOR ELECTRICAL TRANSMISSION AND DISTRIBUTION LINES FROM SALTO GRANDE 
TAGS: BENC, UY 
To: MONTEVIDEO 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/4fc7adbd-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



